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WaMGKAKXfl; TO: Contracting Officer 
SUBJMCT: File Mequirsnente 


1. On 5 Ve-y 19 56 ths operational fils rsquireaents for the 
period Jana through Deeenber 1956 ware developed as indicated in 
the attached ached ale. 

2. This determination was made jointly by the Director of 
Operations, Contracting officer and Director of Materiel. 

3. The totals indicated in the attaehneat should be reflected 
against eoy current orders outstanding with test nan thus reflecting 
a true net requl reaeat. 

b. Future projections will be forthcoming as soon as operational 
experience is obtained and can be used as a basis for store accurate 
forecasts, keeping in eiad the foreeasting lead time necessary to 
extend the current projection. 
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1 Attecnrent: | 

i’iln ep jireeents Chart Hreetor of Materiel 

CF# : hp8 ( 8 May 56 ) 

Diet: Orig & 1 - Addressee 
cc - Ops, cy 3 

- 10, cy b 

i^chron, cy 5 




Sanitized Copy Approved for Release 2010/12/08 : CIA-RDP57-0001 1A001000120064-3 




Sanitized Copy Approved for Release 2010/12/08 : CIA-RDP57-0001 1A001000120064-3 


25X1 


MmamisL 



Q*j 

cr 


of oopgr i 


mwit 


QbttaiX i 

■■jLilnll.JiPJli A., 


*1431 to •*« «r mr m 

1435 now olcnol ap *t 
• mmii/rntma 
(pw oo tM| feolffet Motor 
Alow f<aow olpuol iu 
iMlpMal wook. Aii 
portion will riptr 
ferwohor litUiv plov 
tui Ar maittiM 4r 
owwo tin*. 


(1) flow* to n Mlaoloo flOOi. 

(S) ffeo 15 wln a t oo o*T ooUfeortioa twaoo an wy mwnfannp sinoo fewtfe tt— T l tat] tooos wmw 
on Wife ohoaaolo. l i o op ttai wow W» Ifert loot two an oaofe woo ooow ot . 


Sanitized Copy Approved for Release 2010/12/08 : CIA-RDP57-00011A001000120064-3 



